Short Notes of Horace Walpole's Life
1797. January. Horace Walpole's last extant letter (addressed to the Countess of Upper Ossory) is dated on the 15th of this month.
March 2. Horace Walpole, fourth Earl of Orford, died at his house in Berkeley Square in his eightieth year.